Holy  Comforter  Church 

RICHMOND,  VIRGINIA 
CHURCH  AND  RECTORY,   FORMERLY  ST.  ANDREWS 

Church,  moved  to  present  location  in  1902. 

NEW  parish  house  built  in  1922.     NEW  GOTHIC 

Church  to  be  built  in  the  near  future. 
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